= . — 


Approved For rer 2002108 RETR rs 2n00625 agnor on0a001 4-2 
ze D/A T5-1§49 


-MEMORANDUM FOR: Associate Deputy to the DCI 
for the Intelligence Community 


fy ; : 
VIA : (“Deputy Director for Administrati 


SUBJECT > Security Survey, Senate Select Gommittee 
Facility, Room G-308, Dirksen. Building, 
Capitol Hill 


Attached to this memorandum is a letter to 
for your signature. 


2. <A security survey of the Senate Select Committee 
facility, Room G-308, Dirksen Building, as requested by 
Mr. Ben Marshall, Security Director of that Committee, 
was completed on 24 March 1975. = ~— 


3. With the security procedures now in effect and 
those planned for- implementation, the facility will provide 
adequate protection for the handling and storage of CIA 


documents of all levels of Classification. Also attached 
_for your information is a copy of the survey report. 


artes W. Kane 
Director of Security 


_ Att - 


cc: DD/A 
Chairman, SECOM 
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MEMORANDUM: 


In the material provided you at 
the meeting of the Executive Steering 
Committee on 4 April, there was 
included a memorandum from the 
Director of Security to the Associate 
Deputy to the DCI for the Intelligence 
Community dated 1 April 1975 which 
dealt with the phySical survey of the 
quarters occupied by the Senate 
Select Committee Staff, The Director 
of Security has requested that this 
material be withdrawn. I am, 
therefore, asking that you return 
this material to 


Nees ne 
Ad Hoc Coordinating Group 


Room 6 E 25, Headquarters 
Central Intelligence Agency 
Langley, Virginia 22505, 


29X1A 


Mr, Warner ww 
25X1A 


Mr. Cary 
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